February 10 th . 2003 




A limousine or sedan from Air Limo has been scheduled to pick you up at Hotel Hilton Montreal 
Airport on February 10 th , 2003 at 8h00 a.m. Please follow the instructions below to ensure that Air 
Limo arrives as scheduled. 


• For hotel pickup, please present yourself at the hotel main entrance for the time mentioned above. 

• Your destination is MDS Pharma Services, located at 2350 Cohen Street, St-Laurent (Montreal). 

• You will be asked to sign a receipt upon your arrival. 

• Please contact Air Limo at 1-888-546-6797 (or 514 993-5466) should there be any change in your 
schedule or a cancellation. 


Thank you very much for your cooperation and have a safe trip! 


PM3006740539 


Source: https://www.industrydocuments.ucsf.edu/docs/kjnx0001 




